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4,4’-methylenedianiline (MDA), 476 

Sensitive determination of methylenedioxylated amphetamines by liquid 
chromatography, 581 

Exposure to 2,4- and 2,6-toluene diisocyanate (TDI) during production of 
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VARIABLE ANGLE FLUORESCENCE 

Fast sequential injection determination of benzo|a|pyrene using variable 
angle fluorescence with on-line solid-phase extraction, 451] 

VEGETABLE 

Gas chromatographic determination of pesticides in vegetable samples by 
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spectrometric fragmentation using an ion trap analyser, 46 
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WATER 

Measurement of 2*’Np in environmental water samples by accelerator 
mass spectrometry, 58 

Multivas lata analysis of quality parameters in drinking water, 91 

Determination of measurement uncertainty for the determination of 
triazines in groundwater from validation data, 211 

International Measurement Evaluation Programme: IMEP-9, trace 
elements in water, 228 
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Determination of manganese in water samples by flame atomic 
absorption spectrometry after cloud point extraction, 534 

Investigation of water environments in a C18 bonded silica phase using 
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spectroscopy, 548 
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Automated on-line in-tube solid-phase microextraction followed by 


chromatography/electrospray ionization-mass spectrometry for the 
determination of chlorinated phenoxy acid herbicides in environmental 
waters, 602 


Determination of sulfur dioxide in vitriol plant wastewater by using a 
polyNiMe,TAA electrochemically modified Pt microelectrode, 669 

Improved fluorimetric determination of dissolved aluminium by 
micelle-enhanced lumogallion complex in natural waters, 698 


Molecularly imprinted polymer sensors for pesticide and insecticide 
detection in water, 798 
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The determination of six taste and odour compounds in water using 
Ambersorb 572 and high resolution mass spectrometry, 840 

Field sample preconcentration of copper in sea water using chelating 
minicolumns subsequently incorporated on a flow-injection—flame 
atomic absorption spectrometry system, 933 

Simultaneous determination of Cd(ii), Cu(ii) and Pb(ii) in surface waters 
by solid phase extraction and flow injection analysis with 
spectrophotometric detection, 1149 
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*-volume sample stacking for on-capillary sample enrichment in the 
determination of naphthalene- and benzenesulfonates in real water 
samples by capillary zone electrophoresis, 1312 

peciation of aluminium(1!) in natural waters using differential pulse 
voltammetry with a Pyrocatechol Violet-modified electrode, 1404 

The response of a membrane inlet ion mobility spectrometer to chlorine 
and the effect of water contamination of the drying media on ion 
mobility spectrometric responses to chlorine, 1539 

Redox voltammetry of sub-parts per billion levels of Cu-* at 
polyaspartate-modified gold electrodes, 1573 

Determination of trace amounts of off-flavor compounds in drinking 
water by stir bar sorptive extraction and thermal desorption GC-MS, 
1652 

Determination of organochlorine pesticides in river water by gas 
chromatography-negative-ion chemical-ionization mass spectrometry 
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waters by first-derivative spectrophotometry , 1810 
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Micro sequential injection: environmental monitoring of nitrogen and 
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Trace level analysis of polycyclic aromatic hydrocarbons in surface 
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trap mass spectrometry (GC-ITMS), 1974 

X-ray fluorescence spectrometric determination of sulfur-containing 
anionic surfactants in water after their enrichment on a membrane 
filter as an ion-pair complex with a cationic surfactant, 2078 
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Simultaneous (or sequential) determination of the total polyphenol index 
(or />z9) and density in wines by flow injection, 251 

Determination of biogenic amines in wine by multidimensional liquid 
chromatography with online derivatisation, 2124 

X-RAY DIFFRACTION 

Quantitative determination of binary and tertiary calcium carbonate 
mixtures using powder X-ray diffraction, 1118 

Determination of indomethacin polymorphic contents by chemometric 
1edr-infrared spectroscopy and conventional powder X-ray 
diffractometry, 1578 

X-RAY FLUORESCENCE SPECTROMETRY 

Determination of the stoichiometry of Cu,In,Se- by total-reflection XRF, 
1797 

X-ray fluorescence spectrometric determination of sulfur-containing 
anionic surfactants in water after their enrichment on a membrane 
filter as an ion-pair complex with a cationic surfactant, 2078 

X-RAY PHOTOELECTRON SPECTROSCOPY 

High surface density immobilization of oligonucelotide on silicon, 485 

Spectroscopic analysis of the tribological behavior of a model boundary 
layer lubricant, 1269 

Microstructural and surface characterization of solid state sensor based 
on LaFeO;_,, oxide for detection of NO», 1377 

Electrochemical and spectroscopic characterization of quinone 
functionalized exfoliated graphite, 1872 
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Non-aqueous potentiometry using zeolites, 

ZINC 

Potential for the speciation of Zn using fast protein liquid 
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detection, 1346 
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